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MEMORANDUM FOR: Acting Deputy Director for Administration 


PROM: Robert W. Gambino 
Director of Security 
SUBJECT: Office of Security Significant Activities 


Week of 26 October 1978 (U) 
REFERENCE: DDA Administrative Instruction No. 74-5 


1. (U) This memorandum is for information only. 

2. (U) The activities of the Office of Security during 
the week of 26 October - 1 November 1978 were highlighted by 
the following itens: 


a. (C) The Office of Security had three 


agents assigned full time on two separate 
cases. Another agent 
for a total 
of 11 hours. 
25X1A 


c. (U) Security support to the House 
Select Committee on Assassinations, during _ 
this reporting period, entailed 74 manhours. 
This accelerated requirement is likely to 
continue until the Committee completes its 
activity. 2, 


3. (U) Projected Office of Security activities of 
possible interest at the Directorate level include: 
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a. (C) The U. S. Attorney's Office in 
Chicago, which is handling the Kampiles 
case, requested this Office to conduct an 
audio countermeasures inspection of two 
offices. This request was made after the 
FBI informed the U. S. Attorney's Office 
that they were unable to conduct the 
inspections due to other priorities. 

We have obtained a favorable opinion 

from the Office of General Counsel 
relative to our providing this inspection, 
which will be conducted on 2 November. 


25X1C 


c. (U) On 6 November a Health Hazard 
Evaluation Team (HHBT) from the National 
Institute of Occupational Safety and Health, 
C 


incinnati, Ohio, will conduct a survey at 


oe a ee 
an effort to resolve a continuing problem 


of skin irritation which has affected certain 
employees at that location. The team will be 
comprised of a doctor, a physician's assistant 
and an industrial hygienist. 
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1 NOV 1978 


MEMORANDUM FOR: Deputy Director of Security (P&M) 


FROM: 
25A1A Deputy Director: of Security (PTOS) 


SUBJECT: Entries for the DD/A Log (U) 
26 October - 1 November 1978 


Se Za GY The U.S. Attorney's Office in Chicago, which is 
are) handling the Kampiles' case, kms requested this Office to 
= conduct an audio countermeasures inspection of two offices. 
This request was made after the FBI informed the U.S. 
_Attorney's Office that they were unable ,t9 Sondugt at PR ABs ag iaicn 
spections due to other priorities. We 
from the Office of General Counsel relative to this—metter an 
ee, thes wage eee whe A ER RO fe cm ete aD AS ert bk 
(U/AIU0O) Security support to the House Select Com- 

an nitese: on Assassinations, during this reporting period, 

; entailed 74 manhours. This accelerated requirement is 


likely to continue until the Committee completes its 
activity. 


4.. (U) On 27 October, a representative of this Office, 
who possesses expertise in Dactylology, served as an 
interpreter for a group of deaf personnel vodative—toa 21/ending a 
fire and emergency briefing presented by the Safety Branch. 


PROJECTIONS: 


A 
1. (U) Hew the request of the Department of State, am {tice of 


Saar ty wee Industrial Hygienist will conduct a lead and noise sur- 
25X14. vey at the EN firing range on 2 November. 
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2. (U) On 6 November, three staff employees of the 
International Loss Control Institute (ILCI) will be in the 
area for one week's duration to continue the survey of the 
Safety and Health Prggram of the Agency. 


3. (U) On 6 November, a Health Hazard Evaluation Team 
(HHET) from the National Institute of Occupational Safety 


29X1A gio, will conduct a survey at the 
25X1)A to resolve a continuing problem 
{ e OF Skin 1Lrritation whic as affected certain employees at 
Sea 


: that location. The team will be comprised of a doctor, a 
physician's assistant, and an industrial hygienist. 
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MEMORANDUM FOR: Chief, Policy and Plans Group 


25X1A FROM: pe a | 
eputy Director of Security (PSI) 


SUBJECT: Weekly Log (C) 


owe 
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: The Boston Globe, Christian Science Monitor, do a 
television interview.for the "Good Day Show", and 
have_a_ breakfast meéetj with local business leaders. 

25X1A a been advised to thoroughly 
check security arrangements at Harvard University in 


view of the DCI's comments that he will not abide by 
Harvard's restrictions on CIA recruiting of students 


and faculty. 
é Office of Security/had three men assigned full time on 


Phen 

+. { reese : 

Ae : two _separatewcas Fr-eddittam Another agent assisted 
osxiA! (1) in ns cor Storer 3 eteven hours. 
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5. (C) A GAO investigator detailed to the 
Subcommittee on Immigration, Citizenship, and Inter- . 
national Law (Eilberg Committee) will be at Headquarters 
on Thursday, 2 November 1978, to resume the review 
of Agency records on alleged Nazi war criminals under 
Congressional investigation. In addition, a list of 
172 names of individuals of interest to the Special 
Litigation Unitof the Department of Justice, which is 


12 October’ “A search of appropriate records is 
currently being conducted by SAG to determine what, 
if any, information is being maintained. 


Os: Cj Three.-Héadquarters polygraph examiners 


we 


seminar in Quantico during the week of 23-27 October. 
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